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Message Text 

UNCLASSIFIED 

PAGE 01 AUCKLA 00589 200131Z 
ACTION EA- 12 

INFO OCT-01 ISO-OO EB-08 /021 W 

101307 200455Z/15 

R 192150Z DEC 77 
FM AMCONSUL AUCKLAND 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 873 
INFO AMEMBASSY WELLINGTON 

UNCLAS AUCKLAND 0589 

39. 1 1652: NA 
TAGS: BFOL. NZ 

SUB J : PRIVATE TRADE OPPORTUNITY 

1. 614/02/P0004 
WM QWQOUU 
EM Q. PILLING 

4. 614 NEW ZEALAND 

5. I AD 
6A. WRITE 

6B. C. I. SUTTON, MANAGING DIRECTOR 
6C. SUTTON, MALCOLM AND CO. LTD. 

P. O. BOX 57016, OWAIRAKA 
AUCKLAND, NEW ZEALAND 

7. CABLE: NA 

8 . - 

9. 114 

9A. AGENCY AND DISTRIBUTORSHIP 

10. 36390-0100 ELECTRO MEDICAL EQUIPMENT FOR PHYSIOTHERAPY 
APPLICATION - SPECIFICALLY ULTRASONIC THERAPY UNITS SHORT- 
WAVE DIATHERMY MICROWAVE THERAPY FARADIC AND MULTI- 
TREATMENT UNITS. 

ELECTRICAL REQUIREMENTS ARE 230 V 50 H2, SINGLE PHASE A.C. 

INQUIRER IS HOPEFUL OF ESTABLISHING APPROPRIATE CONTACTS FOR 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 AUCKLA 00589 20013 1Z 

EQUIPMENT WHICH HE CAN DISPLAY AT THE FEBRUARY 1978 NEW 
ZEALAND PHYSIOTHERAPY CONFERENCE. 

SUTTON, MALCOLM IS AN ESTABLISHED COMPANY AND THOUGH THEIR 
LASER AND ELECTRONIC PRODUCTS DIVISION IS A COMPARATIVELY 
NEW OPERATION THE FIRM IS NEVERTHELESS A RECOMMENDED CONTACT. 

PEARSON 
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UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 19-Dec-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977AUCKLA00589 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770473-0359 

Format: TEL 
From: AUCKLAND 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1 9771 243/aaaabjsp. tel 

Line Count: 62 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 432e0601-c288-dd11-92da-001cc4696bcc 
Office: ACTION EA 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 01 -Feb-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 193572 
Secure: OPEN 
Status: NATIVE 

Subject: PRIVATE TRADE OPPORTUNITY 
TAGS: BFOL, NZ 
To: COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/432e0601-c288-dd11-92da-001cc4696bcc 
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